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SUMMARY 


Pressure and scattered-light measurements were made in the Langley 
11-іпеһ hypersonic tunnel to determine the effect of stagnation temper- 
ature on the flow in two Mach number 7 nozzles and to determine the 
nature of the condensation process occurring at low stagnation temper- 
atures. Liquefaction of the air occurred very close to the saturation 
point without а condensation shock, a result which indicated that lique- 
faction took place on foreign nuclei such as water end carbon-dioxide 
particles. The results from varying the water vapor and carbon-dioxide con- 
tent, however, could not be correlated with Max Volmer's condensation theory. 
The average particle radius was 480 angstroms in the test section of the 
single-step Mach number 7 nozzle for stagnation conditions of about 
530° R and 29 atmospheres. Under these conditions, about 1010 particles 
per cubic centimeter were present. 


INTRODUCTION 


The earliest investigations of condensation phenomena in high-speed 
nozzles were concerned with the condensation of water vapor іп а steam 
jet. The work in reference 1, together with later work on the expansion 
of humid air in supersonic nozzles, was explained on a quantitative basis 
by Oswatitsch (ref. 2). In either case, the gas expanded until the water 
vapor reached a supersaturation of about 4; then the static pressure 
increased sharply to a peak value after which it decreased as a result 
of further expansion of the gas. Oswatitsch's calculations show that 
condensation on fixed centers such as dust particles would have a negli- 
gible effect on the flow because of the relatively small population den- 
sity of these particles and the slow rate of growth of droplets formed 
on them. Since the vapor pressure from the’surface of extremely small 
droplets is much higher than that from & plane surf&ce, some degree of 
supersaturation must be expected before droplets formed by random fluctu- 
ations in the density of the vapor can survive. The formula for the rate 
of formation of these particles due to statistical fluctuations for а 
gas in equilibrium ав determined by Becker and Döring (ref. 3) shows 
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this process to be principally a function of the supersaturation of the 
vapor with a rapid rise above a certain value of the supersaturation. 


In a steam jet, the rapid formation of a large number of these 
centers releases & sufficient amount of heat energy to cause a sharp 
rise in pressure. The station at which condensation is initiated can ` 
be predicted with a fair degree of accuracy for the steam jet and for a 
high Mach number air jet with a moderate amount of water vapor present. 
For expansion of air in а high Mach number jet when the moisture content 
is very low, much larger supersaturation values for water have been 
observed than in the simple case of steam. Їп а thesis by Head (ref. 4), 
the available data are reviewed with proposed modifications in the theory. 
It would appear that the theory developed for condensation of a homoge- 
neous gas would have to be greatly modified to apply to the case of con- 
densation of gas when that gas appears as & . Slight impurity in a noncon- 
densable gas. 


The expansion of dry air in a hypersonic jet was expected to behave 
in a manner similar.to that of the steam jet (ref. 5). In this case, 
air would become ‘supersaturated and, eventually, a sufficient number of 
centers would form to produce the characteristic rise in pressure. 
However, it was recognized that foreign centers such as carbon-dioxide 
particles or even ice particles might be formed and would tend to cause 
а decrease in the supersaturation of air (ref. 5). Tests at Princeton 
University (ref. 6) by Bogdonoff and Lees and at the Langley Aeronautical 
Laboratory (ref. 7) showed the absence of a sharp pressure rise (conden- 
sation shock) in hypersonic flow. Bogdonoff and Lees interpreted this 
result as an indication of the absence of condensation; whereas the 
Langley results showed the presence of condensation, first by the varia- 
tion of pressures with tunnel stagnation temperature, and then by light 
scattering from the condensed particles. Іп reference 7 the absence of 
condensation shock was attributed to a gradual process of condensation, 
possibly on foreign nuclei such as carbon dioxide or water-vapor pater 
cles, rather than to spontaneous nucleation of air. 


An attempt to eliminate the effects of carbon dioxide and water 
vapor on condensation of air was made by Stever and Rathbun (ref. 8). 
The partial pressures of these gases were reduced by a dry ice and alco- 
hol trap. A degree of supersaturation was reported which was somewhat 
less than Volmer's equation predicted (ref. 9). However, the pressure 
measurements and scattered-light measurements may not accurately deter- 
mine the initial point of condensation, although they definitely establish 
а limit. in the downstream direction. The possibility that condensable 
impurities, although present in very Bmail quantities, may have influenced 
sation on nuclei of oxygen and nitrogen instead of impurities is also 
possible. Further attempts along this line of approach were made by 
Arthur and Nagamatsu (ref. 10) and Hansen and Nothwang (ref. 11). Both 
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these investigations used relatively pure nitrogen in smell nozzles 

(1- апа l.h-square-inch test sections) and moderately low stagnation 
pressures for hypersonic-flow investigations (about 8 and 6 atmospheres, 
respectively). Arthur and Nagamatsu obtained from pressure measurements 
an estimated supercooling of about 32° F. This temperature increment 

was based on the point at which deviations in the pressures were noted. 

If small condensed particles were being formed earlier in the flow, this 
increment would no longer represent the amount of supercooling and may 
denote only the point &t which the particles have become sufficiently 
large or numerous to cause а significant change in the measured pressures. 
For this case, the amount of supercooling would be somewhat less than the 
value indicated. | Possible scale and pressure effects could reduce the 
degree of apparent supercooling in a larger nozzle operated at higher pres- 
sures. Arthur and Nagematsu found that the amount of supercooling was 
decreased by increasing the amount of impurities such as water vapor, car- 
bon dioxide, and to a lesser extent by oxygen. They concluded that spon- 
taneous self-nucleation was not important for gases with the level of 
impurities of commercial nitrogen and that a new theory is required which 
includes the effects of impurities. 


The present report summarizes the condensation work in the Langley 
ll-ineh hypersonic tunnel and includes possible explanations of some of 
the discrepancies in published results. This investigation is a contin- 
vation of the work presented in reference 7 and includes the results of 
an investigation of condensation particle size and concentration deter- 
mined by using scattered-light techniques in & nozzle designed for & 
Mach number of T. Carbon-dioxide and water content, pressure, and tem- 
perature were varied in order to determine their effects on particle 
size and concentration. 


SYMBOLS 
I transmitted Light signal without particles 
Ty scattered-light signal, Ө = 30° 
Io scattered-light signal, Ө = 150° 
AL transmitted-light-signal difference due to light scattered 


from particles 
M Mach number 


N number of condensed particles per unit volume 
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Та settling-chamber temperature . 

X Station along tunnel center line from nozzle throat 

f lens aperture 

Ра settling-chamber pressure 

Po stream static pressure 

Py measured impact pressure 

Pw wall static pressure 

Р radius of condensed particles 

0 angle measured from incident light beam 

Po Stream density 

Pot Stream density at test section 
APPARATUS 


The Langley ll-Inch Hypersonic Tunnel 


Ihe present investigation was conducted in the Langley ll-inch 
hypersonic tunnel over an extensive period of time and includes data 
obtained with both the two-step nozzle described in reference 12 and the 
single-step nozzle described in reference 13. 


The tunnel is of the intermittent type with a closed system. The . 
air flows from a high-pressure tank with a capacity of 400 cubic feet 
through a regulator valve, a storage heater, a control valve, the nozzle, 
and into а vacuum tank with a capacity of 12,000 cubic feet. Тһе air is 
then pumped from the vacuum tank by means of a vacuum pump into a three- 
stage compressor. The compressor feeds the air at 50 atmospheres through 
an oil filter and a dryer. This pressure is maintained in the dryer by 
a check valve on the outlet side of the dryer. From the dryer the air 
is conducted to the high-pressure tank and stored at about 50 atmos- 
pheres. For the more recent tests on scattered light, the high-pressure- 
tank capacity was increased to 675 cubic feet and the vacuum capacity to 
17,000 cubic feet. 
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The first step of the two-step nozzle expanded from а minimum section 

. 1.500 inches high by 0.667 inch wide into a section 1.500 inches high by 
9.950 inches wide. This step was designed to produce a uniform flow at 

а Mach number of 4.36. Тһе second step was of constant width (9.950 inches), 
but the contoured upper and lower walls commenced with a sudden break of 
10.25° to expand the height to 10.514 inches. The second step was designed 
as a minimm-length nozzle to reach a Mach number of 6.98 from the Mach num- 
ber of 4.36 at the entrance of the second step. The length of the first 

step was 31 inches and the length of the second step was approximately 

51 inches. 


The single-step two-dimensional nozzle is described in reference 15 
which gives its performance when the air was heated sufficiently to 
avoid saturation. The nozzle was a conventional two-dimensional nozzle 
having a minimum section 0.096 inch high by 9.95 inches wide. The design 
Mach number was 7.08 and the exit dimensions were 9.95 by 10.51 inches. 
The total length of the nozzle was approximately 48 inches. 


Because of the extended duration of the investigation, the results 
have been obtained with (1) the original heater described in reference 12 
with copper tubing as the heat reservoir and heat-transfer surface, (2) the 
heater replaced by & pipe, (3) the original heater (ref. 12) modified by 
replacing the copper tubing with steel tubing, (№) the original heater 
modified by a bypass line around it, and (5) a new heater containing non- 
scaling materials such as stainless steel, nickel, and nichrome. The con- 
temination of the air with particles from the heater varied over a wide 
range for the various heater configurations used. Relatively large copper- 
oxide particles were released by the heater in the original configuration, 
whereas virtually no particles were emitted by the pipe that replaced the 
heater, by the heater bypass line, or by the new heater. 


Pressure Instruments and Orifices 


The pressure gages were of a diaphragm type which were developed for 
the Langley ll-inch hypersonic tunnel and are described in reference 12. 
The orifices were located along the center of the plane walls and were 
0.025 inch in diameter. The time response of the pressure-measuring Sys- 
tem was Less than 10 seconds for a change in pressure from 2 inches of 
mercury to within 2 percent of a final constant value of 0.2 inch of mer- 
cury. This time response was adequate since the duration of the tests 
was longer than 30 seconds, and the lag was minimized by evacuating the 
nozzle and pressure instruments to less than 2 inches of mercury before 
a test. The static and impact probes used in this investigation are 
described in reference 13. 
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ocattered-Light Equipment 


The scattered-light equipment, which was used to measure particle 
size, consisted essentially of a light source which produced a monochro- 
matic beam of light and two multiplier phototube pickups placed at 30° 
and 150° to the light beam. This equipment is shown schematically in 
figure 1 and is described in reference 14. The amount of light received 
by the phototube was defined by a tube 1/2 inch in diameter and 6 inches 
long which was fastened to the light-tight housing containing the photo- 
tube. The pickups were &lined to receive scattered light from a small 
area on the center line of the tunnel. The light received by the photo- 
tubes passed through а Polaroid film which cut out that component of the 
Scattered.light whose electric vector was perpendicular to the plane con- 
taining the light beam and the pickups. А small alternating-current 
argon lamp with a regulated alternating-current supply was used to cali- 
brate the pickups. 


Transmitted-Light Equipment E 


The determination of the concentration of the particles required & 
transmitted-light apparatus as well as the scattered-light apparatus. . 
The equipment used. to determine the percentage change of transmitted Є 
light consisted principally of а small monochromatic beam of light and 
a multiplier phototube. The light was supplied by a small incandescent 
lamp operated from a regulated supply. The other components are shown 
in figure 2. The light beam passed through a filter which passed a nar- 
row band in the neighborhood of 5,500 angstroms wavelength. A second 
filter in front of the phototube cut out stray light from the blue light 
beam used in the scattered-light measurements. The direct-current signal 
from the phototube was fed through an amplifier into a recorder. In 
order to record the small difference in signal, a constant direct-current 
bias supply was used to subtract most of the signal so that the gain of 
the amplifier could be increased. 


Traveling Scattered-Light Survey Equipment 


А traveling photometer unit was used to detect particles farther . 
upstream апа to give an approximate determination of particle size at the 
early stations by measuring scattered light. А collimated beam of light 
about 1/4 by 5/1 inch was directed along the axis of the tunnel from the 
test section toward the minimum section. The scattered light was viewed 
ру a recording photometer unit mounted оп a moveable carriage. This unit, 
shown schematically in figure 3, consisted of two f/2.5 lenses of T-inch 
focal length coupled together, a stop with а slot 1/52 by 1 inch, and а 
multiplier phototube. The output from the multiplier phototube went to "M 
а narrow-band alternating-current amplifier which fed into an aircraft v 
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strip recorder. This arrangement permitted the 120-cycle signal from 
the alternating-current mercury-vapor lamp to be recorded with a minimum 
of background noise. This equipment could be used nearer the first mini- 
mum than could the other scattered-light equipment. 


METHODS 


Pressure Measurements 


Pressure measurements were made on the center line of the plane 
Walls of the two-step nozzle at various stations for а range of stagna- 
tion temperature from about 1,5009 В to 5h09 В. During а test the tem- 
perature was held constant by the storage heater. The first test was 
made at the highest temperature. The temperature of the heater was then 
lowered by blowing down the high-pressure tank through the heater several 
times. Successive tests were made as the temperature of the heater was 
lowered in this manner. 


The settling-chamber pressure ranged from 55 to 37 atmospheres for 
the two-step-nozzle tests. In reference 12 the Mach number in this noz- 
zle was shown to remain constant for а change of pressure of this magni- 
tude at temperatures above 1,1009 В. 


Similar pressure measurements on the plane wall were made on the 
single-step nozzle at a stagnation pressure of 29 atmospheres. Also, 
impact pressure and static-pressure measurements were made in the center 
of the stream in the test section. 


The dewpoint was maintained below -60° F (21 parts of water per mil- 
lion parts of air by weight) at atmospheric pressure for this series of 
tests except in those tests in which the dewpoint was intentionally ` 
increased to study moisture effects. The moisture content was determined 
from measurements made with a Bureau of Mines dewpoint indicator. Meas- 
urements of the carbon-dioxide content were made for a few tests and it 
was found to be 0.015 percent by weight. Since the process of compressing 
the air has been found to reduce the carbon-dioxide content below the 
normal atmospheric value of 0.02 percent, the value of 0.013 percent has 
been assumed for all tests except those in which carbon dioxide was inten- 
tionally increased. The carbon-dioxide content was determined by precip- 
itating the carbon dioxide from a given mass of gas in barium hydroxide 
and weighing the precipitate obtained. 


Pressure measurements have been obtained with all the heater config- 
urations previously mentioned and no difference has been detectable. 
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Scattered- and Transmitted-Light Measurements 
To Determine Particle Size and Population Density 


Measurements of scattered and transmitted light were made on the 
Single-step nozzle. Ти order to obtain particle size and concentration 
under as nearly identical conditions as possible, the scattered- and _. 
transmitted-light measurements were obtained simultaneously. The green 
light beam used for the transmission measurements was located just below 
the blue light beam used for the scattering measurements. The equipment 
was calibrated before and after each test. The plane walls of the noz- 
zle were made in sections so that windows could be placed at different 
intervals along the nozzle. The apparatus for measuring scattered and 
transmitted light was placed along the center line at the 55.81-, 36.7-, 
15.54-, 11.9-, and 7.6-inch stations from the minimum section. Тһе stag- 
nation temperature was ароші 5509 В for most of these tests. А few tests 
were made at elevated temperatures to determine the effect of temperature 
on particle formation in the region of the test section. The settling- 
chamber pressure for most of the tests was maintained at about 29 atmos- 
pheres. Several tests were made at different pressures to determine the 
effect of pressure on the population density and size of the particles 
in the region of the test section. Several runs were also made with 
carbon-dioxide content varied in order to determine its effect on the 
particles. The moisture content was also varied over a wide range to 
determine its effect on the particles. 


The particle sizes and concentration were calculated from the 
scattered- and transmitted-light measurements as described in reference 11. 
For the particular wavelength, index of refraction, and incident angles 
used in this experiment, the radius in angstroms (A) can be obtained 
from figure 8. It should be mentioned that determination of. the concen- 
tration of_the particles is strongly dependent on the radius of the part- 
icles and, therefore, slight errors in radius can result in large errors 
in particle concentration. The results of these measurements are pre- 
sented in tables I to III. | 


Measurement of Light Scattered From Light Beam at Axis of Tunnel 


In order to obtain an indication of the particle size in the region 
of the single-step nozzle just downstream of the minimum section, the 
traveling scattered-light survey equipment was employed. Windows were 
placed just downstream of the minimum section, in the test section, and 
Just upstream of the test section. These locations permitted observation 
of the scattered light from about the l-inch station to the 6-inch station 
and at the 36.7-inch station. 
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The resolution of the photometer unit was checked by using it to 
Scan a lighted plastic strip with scratches on it which was placed at а 
distance of Т inches from the face of the first lens (the same location 
as the light beam during the tests). The scratches showed up as broad 
lines on the record and were compared with reference blips at l-inch 
intervals. For the largest opening of the lens used (£/5.6 for one lens), 
the resolution was 1/12 inch, and for the smallest opening (£/16 for one 
lens), the resolution was 1/24 inch. This resolution was the limitation 
on the accuracy with which the station could be determined. The unit 
was installed at the window near the first minimum section and its posi- 
tion was determined by means of light reflected from a scratch on a 
plastic strip at а fixed station in the tunnel. The unit was driven 
back and forth across the windows twice for each run. Records were 
taken at different sensitivities in order to obtain a clearer indication 
of the initial point of condensation and the relative amount of scattered 
light at different stations. The sensitivities were changed by using 
various lens apertures and amplifier sensitivities. Typical records 
obtained by using this equipment at three sensitivities are shown in fig- 
ure 5 for the traversing platform moving both upstream and downstream 
near the nozzle minimum section. The measurements and results obtained 
from these measurements are presented in table IV. This table contains 
estimated values of the particle size at several stations. Since the 
particles are about one-tenth the wavelength of light in radius, the 
scattered light is essentially Rayleigh scattering and, therefore, is 
proportional to the first power of the number of particles and to the 
sixth power of the particle size. On the assumption that the number of 
particles per unit mass of air is constant, the scattered light is pro- 
portional to the sixth power of the radius. Test results obtained at 
the 36.7-inch station, where the particle size was kmown from the 
scattered-light measurements (table I), were used to provide the propor- 
tionality factor. 


RESULTS AND DISCUSSION 


Static-Pressure Measurements 


The results of the static-pressure measurements are presented in 
figures 6 to 9. The pressure measurements on the center lines of the 
plane walls of both nozzles show & smooth distribution in the region 
where a condensation shock might be expected to occur in the unheated 
condition. According to Charyk and Lees who used Volmer's theory (ref. 9), 
this condensation shock would be at about the 40-inch station on the two- 
step nozzle (fig. 6) and at about the 5-inch station on the single-step 
nozzle (fig. 8). The saturation point in the two-step nozzle is reached 
at a value of pw/po of 0.0045 at about the 32-inch station; іп the 
single-step nozzle the saturation point is reached at а value of ру/Ро 
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of 0.0065 at the 1.4-inch station. (The values of the saturation points 
for air in this paper have been obtained by using ref. 15.) These pres- 
sure distributions are shown in figures 6 and 8, where the ratio of the 
static pressure to the settling-chamber pressure is plotted against the 
distance along the axis of the nozzle. The two-step nozzle (fig. 6) 

shows an apparent rise in pressure between the 28-inch station and the 
31.14-inch station for both the heated and unheated conditions. How- 
ever, the orifices are located in walls at right angles, the first being 
on the center line of the plane wall of the first step, and the second 

at the juncture between the contoured wall of the first step and the 

Plane wall of the second step. Thus, they primarily show a difference 

in pressure across the flow rather than along the flow. In this nozzle, 
the first measuring station downstream of the saturation point (36.14- inch 
station) showed considerable change in pressure due to condensation 

(fig. 6). If the effect of condensation on the flow is neglected, the 
measured pressure at this point would indicate a temperature about 17° F 
below the condensation temperature. Since evidence of condensation is 
already present at this station, the degree of supercooling must be less 
than this value. In the single-step nozzle, differences in warpage of the 
nozzle between the 5259 В and 1,2829 В tests make a similar evaluation dif- 
ficult, particularly near the minimum section (fig. 8). However, it is 
possible to fair the curves in figure 8 so that they do not deviate from 
each other significantly until about the 2- or 2.5-inch station. This 
result could be interpreted as showing that condensation did not occur 
until the 2- or 2.5-inch station (about 16° F to 20° F supercooling) or 
that the presence of condensation did not greatly affect the wall pres- 
sures. In any case, fairing the curves differently would not have 
increased the value of supercooling greatly. 

In figures 7 and 9, the ratio of the wall static pressure to the 
settling-chamber pressure is plotted as a function of stagnation temper- 
ature at several fixed stations. The curves for the two-step nozzle 
(fig. 7) give practically constant values for the pressure ratio when the 
local static temperature is above the saturation temperature for air. At 
lower temperatures, the curves break suddenly, giving higher pressure 
ratios which indicate a lower Mach number. In each instance, the break 
occurs very close to the saturation temperature of air. The breaks in 
the curves for the single-step nozzle (fig. 9) are not so distinct because 
of a variation in the geometry of the throat with temperature. This vari- 
ation shows up as & constant slope in the curve for local temperatures 
above the saturation temperature. Measurements were made of the distor- 
tion of the throat due to thermal stress in the nozzle blocks (ref. 13). 
By use of the dimensions of the throat and of the test section, the change 
in the measured Mach number for temperatures above the saturation point 
could be roughly predicted by the change in area ratio. Near the throat 
the effects could not be easily correlated since the flow near the wall 
experienced three-dimensional effects due to curvature of the throat in 
the transverse direction. The curves in figure 9 give a clear indication, 
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however, that а pronounced change in the flow takes place when the local 
static temperature drops below the saturation temperature for air. Curves 
of pressure against temperature for the single-step nozzle which have been 
obtained by using the various heater configurations are in agreement and 
indicate that the contamination of the air by particles from the heater 
has no influence on these curves. The pressure data on the plane wall of 
the single-step nozzle (figs. 8 and 9) were obtained with the new heater 
which incorporated only nonscaling materials. 


Mach Number Effect 


The Mach number for the flow in the test section of the single-step 
nozzle was determined at various temperatures in three different ways: 
by using the stream static pressure with the settling-chamber pressure, 
by using the measured impact pressure in the test section with the 
settling-chamber pressure, and by using the stream static pressure with the 
measured impact pressure in the test section. The results are presented 
in figure 10. The three methods give nearly the same value for isentropic 
flow and diverge for nonisentropic flow. Since the flow is not isentropic 
when condensation occurs, both Mach numbers calculated by using the 
settling-chamber pressure are obviously incorrect. The Mach number must, 
therefore, be calculated from local measurements. The Mach number calcu- 
lated from the measured static and impact pressures in the test section 
Will be most nearly correct. Further discussion of the determination 
of the Mach number in the presence of condensation is given in references 11 
and 16. Figure 10, where the divergence occurs close to the saturation 
point, shows that, unless the stagnation temperature is maintained high 
enough to avoid supersaturation of the air, condensation will occur. 


Particle Size and Concentration 


Table i presents the particle size and concentration measured in 
the single-step nozzle at a stagnation pressure of 29 atmospheres and a 
stagnation temperature of 530° R. Results obtained at station 55.81 are 
included for two values of carbon-dioxide content. The maximum water 
content measured for these tests was 57 parts per million of air with most 
of the values below 10 parts per million. For a few tests, actual meas- 
urements of water content were not obtained and no value of water content 
is given; however, from measurements made for tests made just before and 
after these tests the moisture content could hardly have been greater than 
6 parts per million for any of these tests. The average particle radius 
for each station from table I has been plotted against the nozzle station 
in figure 11. This figure shows that the principal growth of the particles 
in terms of radius occurs ahead of the 15-inch station and that in the test 
section the radius of the particles is about 48 angstroms; the concentration 
from table I is about 1010 particles per cubic centimeter. These results 
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also indicate that the number of particles increased slightly from the 
15.5h-inch station toward the test section. Upstream of the 13.34-inch 
station the small particle size causes very large errors in the inter- 
pretation of the results; the large and erratic values of N at the 7.6- 
and 11.9-inch stations in table I are, therefore, not considered signifi- 
cant. The increase in the number of particles per unit mass of air would 
be greater since the air density decreases in the downstream direction. 
The interpretation of the scattered-light measurements in terms of parti- 
cle size and concentration is based on the assumption that the particles 
are spheres with an index of refraction of 1.20 and that they are nearly 
uniform in size. These conditions would be met if the condensation of 
air took place on foreign centers which were fixed in number at the satu- 
ration point of air and if the transition occurred from the vapor to the 
liguid phase. Under the conditions given for the scattered-light tests, 
the saturation point of air is reached at the 1.4-inch station at а 

Mach number of 4 with a static pressure of 0.19 atmospheres and а temper- 
ature of 1269 В. Particles formed just downstream of this station would 
be liquid. droplets. Even though the temperature of these droplets as 
they pass downstream may drop sufficiently to form solid particles, they 
may still exist as liquid droplets in a supercooled state, or if they 
become solidified they should still retain their spherical shape. The 
value of the index of refraction could vary appreciably and yet have 

only & slight effect on the calculated value of the radius as brought 

out in reference 14. If the particles are not uniform as assumed, then 
the calculated values of the radius are average values but considerable 
error may exist in the values of the concentration. However, if the 
distribution of size is fixed, indicated trends in concentration would 
be reliable. 


No appreciable change in either radius or concentration was apparent 
at the test station (table I) when the carbon-dioxide content was increased 
. from 0.013 to 0.032 percent. The increase of the carbon-dioxide content 
by a factor of 2.5 would be expected to have а large effect on the parti- 
cle concentration if the centers were formed solely by carbon dioxide, 
&ccording to Volmer's theory (ref. 9) which when simplified. becomes 


b 


J = EN (Тове x j 


where x is the ratio of the partial pressure of the gas under consid- 
eration to its vapor pressure, and a and b are constants of the gas 
for a given temperature. An increase in x . Would cause the value of J 
(the number of particles formed per unit volume per second) to increase 
because of both the exponential term and its coefficient. If the change 
in the exponential is ignored, J would be proportional to х2. The 
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effect of the exponent is dependent on the range of x considered and 

is, therefore, difficult to evaluate; however, in all cases it increases 
the variation of J with x. An increase in x by a factor of 2.5 
would thus change J by a factor of at least 6.25. The fact that the 
variation with carbon dioxide was within the experimental scatter indi- 
саев either that Volmer's theory is not applicable or that carbon dioxide 
is not the major source of centers. 


Water vapor may serve as another possible source of centers. Even 
though the moisture content was only a few parts per million in most of 
the tests, the saturation point of water occurs earlier in the nozzle 
than that of carbon dioxide. The results of varying the moisture content 
by & factor of over 500 to 1 are presented in table II. No systematic 
change in the radius is apparent within the accuracy of the data. А 
small increase in AT/I occurs for a large increase in the moisture con- 
tent. If water were the only source of nuclei formation, Volmer's theory 
would predict an increase of at least 250,000 times the number of parti- 
cles. It would appear from these results that the process of condensa- 
tion nuclei formation is not one in which Volmer's theory can be applied. 


In table III the radius of the particles can be seen to decrease as 
the temperature is increased or the pressure is decreased. This reduction 
in size with pressure would greatly increase the difficulties in making 
such tests at lower pressures than the pressure used in this investigation. 
Reducing the pressure from 586 to 211 1b/sq in. decreased the number of 
particles by a factor of about 6. Measurements on particle concentration 
as a function of temperature were subject to large errors because of the 
small radius of the particles, which approached the limit of accuracy of 
the equipment. 


As stated previously, the reduced particle size at the upstream sta- 
tion limited the use of the scattered-light equipment at stations upstream 
of the 7.6-inch station. A different scattered-light technique described 
previously as the traveling scattered-light survey equipment was used. 

In order to obtain an apparent or approximate size for the particles, the 
number of particles per unit mass of gas was assumed constant. Since the 
scattered light is proportional to Nr6, а large error in N causes а 
considerably smaller error in particle size. The estimated values from 
this survey are given in table IV and plotted in figure 12. The data 
from figures 11 апа 12 cannot be faired into one continuous curve since 
the absolute values presented in figure 12 are only approximate and 
intended primarily to show the downward trend of the size of the parti- 
cles as the saturation point is approached from the downstream side. 

Some of the discrepancy between the particle sizes in these two figures 
may also be caused by inaccuracies in measuring the sizes below about 

400 angstroms in radius by the method used in obtaining the дафа for fig- 
ure 12. Тһе system using the traveling scattered-light equipment was not 
sensitive to particles with an apparent radius below about 200 angstroms. 
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The apparent particle radius was below this value forward of the 2-inch 
station. The supersaturation would be about 160 F if this station were 

the beginning of condensation. This velue is about the same supersatu- 
ration that Stever and Rathbun (ref. 8) reported from the results of 

their scattered-light work, in which they assumed that particles were not 
present before being observed by light scattering. However, such scat- 
tered-light technique can establish only that the particles have reached 

& substantial size and cannot be used to detect the actual start of parti- 
cle growth. Examination of the photometer records in figure 5 shows, as 
would be expected, that with increased sensitivity of the system (decreased 
f number or increased instrument sensitivity) the point at which the ini- 
tial deflection first appears occurs farther upstream. It is difficult to 
determine from extrapolation of figure 12 how close to the saturation point 
(the 1.4-inch station) the particle growth started, but it seems clear 

that particles were present in this investigation considerably upstream 

of the 2-inch station. 


General Discussion 


The pressure measurements from the tests described in this report 
show that condensation under the given conditions is a gradual process 
unaccompanied by a condensation shock. The sudden change in the pressure 
ratio as the stagnation temperature is varied in the two-step nozzle shows 
that the process of condensation starts very close to the saturation condi- 
tions for air (fig. 7). This variation did not show up as clearly in the 
single-step nozzle (fig. 9), partly because of warpage at the throat; how- 
ever, the Bcattered-light tests in the single-step nozzle show the exist- 
ence of condensed particles which must have originated near the station 
at which saturation occurred. As pointed out for water vapor in the 
"Introduction," this gradual process of condensation starting near the 
saturation point for air is contrary to experience with condensation of 
pure vapors and indicates that foreign nuclei probably are present as 
nuclei for condensation of air. Possible foreign nuclei include conden- 
sable vapors of carbon dioxide and water and fixed particles such as dust. 
The high concentration of condensed particles as measured from the scat- 
tered-light tests makes remote the possibility of dust particles acting 
as centers for condensation. The improbability of dust particles acting 
as centers is also shown by the variation of concentration with pressure 
and temperature. If the nuclei were dust particles, the variation should 
be approximately linear with density, but the tests indicate otherwise. 
These tests then point to carbon dioxide and water as the principal source 
of nuclei. Тһе tests in which the amount of these gases was varied showed 
negligible effect on the size and concentration of particles in the test 
section. Hansen and Nothwang (ref. 11) also noted this effect for carbon 
dioxide from simple scattered-light observations. On the other hand, the 
application of Volmer's theory in this case would show very large changes 
in the concentration of particles. Since a large change in concentration 
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of particles did пої take place for this change in concentration of either 
gas, the process of formation of condensation nuclei must differ greatly 
from that predicted by Volmer's theory. 


The results of Arthur and Nagamatsu (ref. 10) also show that, for 
changes in concentration of the carbon dioxide, the net effect on the 
flow in the test section is negligible, but that upstream the point at 
which the flow deviates appreciably from the isentropic conditions shifts 
with concentration. It appears from these observations that condensation 
nuclei are formed by either carbon dioxide or water vapor or both begin- 
ning upstream of the saturation point of air. Downstream of the saturation 
point of air, condensation principally in the form of oxygen (see ref. 5 
or 15) forms on these nuclei. 


In the formation of nuclei, the time factor as well as concentration 
of foreign material which can form nuclei is important. The two-step noz- 
zle had a comparatively long distance between the Mach number 1 and Mach 
number ір stations so that nuclei of carbon dioxide and water v&por had & 
much longer time to form in the two-step nozzle than in the single-step 
nozzle. This longer time in the two-step nozzle could well be the cause 
of the more pronounced pressure break with temperature in that nozzle. 
This result would also imply a more pronounced effect in the Langley 
ll-inch hypersonic tunnel than would be observed in a small nozzle, par- 
ticularly if such a nozzle were operated at a lower stagnation pressure. 


CONCLUDING REMARKS 


Pressure and scattered-light measurements in the Langley 11-inch 
hypersonic tunnel with various stagnation temperatures have shown that 
liquefaction of the air originates very close to the saturation point 
without a condensation shock. This result indicates that liquefaction 
took place on foreign nuclei such as water and carbon-dioxide particles. 
The results from varying the water vapor and carbon-dioxide content, how- 
ever, could not be correlated with Max Volmer's condensation theory. The 
average particle radius was 48 angstroms in the test section of the 
single-step Mach number T nozzle for stagnation conditions of about 5509 В 


and 29 atmospheres. Under these conditions about 1010 particles per 
cubic centimeter were present. 


Langley Aeronautical Laboratory, 
National Advisory Committee for Aeronautics, 
Langley Field, Va., August 6, 195. 
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TABLE I 
PARTICLE SIZE AND CONCENTRATION OF VARIOUS STATIONS OF SINGLE-STEP NOZZLE 
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ry Ko) i Е ; 52 
57:5 
15613 pe 
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200884 
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TABLE II 


PARTICLE SIZE AND CONCENTRATION IN TEST SECTION OF SINGLE-STEP 
NOZZLE AT VARIOUS MOISTURE CONTENTS 


|% з 5509 R + 10° R; percent СО» by weight, o.o15] 
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TABLE III 


PARTICLE SIZE AND CONCENTRATION IN TEST SECTION OF SINGLE-STEP 
NOZZLE AT VARIOUS STAGNATION PRESSURES AND TEMPERATURES 


[Percent CO, by weight, 0.013] 
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TABLE IV 


APPARENT PARTICLE SIZE IN SINGLE-STEP NOZZLE FROM 


TRAVELING SCATTERED-LIGHT SURVEY EQUIPMENT 


| Ps = 27.9 atm; Тв = 530° В + 10° R| 
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Air flow 
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Lamp a-c power supply UT ‘J 
Air -cooled high-pressure mercury-vapor lamp 
Adiustable slit 


Infrared filter 

Focusing lens ` 

Wratten light-filter no, 47 
High-voltage supply for multiplier phototube 


RCA ІРСІ multiplier phototube 
Polaroid film 


Windows of borosilicate glass 
Narrow-band amplifier G L 
Brown Electronik strip chart recorder 


Figure 1.- Scattered-light equipment. 
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Wratten light filter no. 16 
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Figure 2.- Transmitted-light equipment. 
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Figure 5.- Traveling scattered-light survey equipment. 
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Figure 1.- Ratio of light scattered at 509 and 150° as a function of par- 
ticle radius. Index of refraction, 1.20; wavelength, 4,358 angstroms. 
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(e) Moving downstream. Lens aperture, f/16; amplifier sensitivity, 0.1. 


Figure 5.- Photometer records from traveling scattered-light survey equip- 
ment. ре = 27.9 atmospheres; Tg = 5500 Е. 
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Figure 6.- Variation of static pressure along center line of plane walls 
of two-step nozzle. 
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Figure 7.- Effect of condensation on ratio of wall pressure to settling- 
chamber pressure in two-step nozzle. р. = 35 to 2T atmospheres. 
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Figure 7.- Continued. 
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Figure 8.- Variation of static pressure along center line of plane wall 


of single-step nozzle. 
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Figure 9.- Variation with stagnation temperature of static pressure 
on plane wall of single-step nozzle. р; = 29 atmospheres. 
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Figure 9.- Continued. 
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Figure 10.- Variation of Mach number with temperature in center of test 
section of single-step nozzle. р. = 29 atmospheres. = 
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Figure 11.- Variation of particle size along single-step nozzle center 
line. ра = 29 atmospheres; Tg = 5209 Е. 


56 NACA ТМ 5502 


Apparent particle size, angstroms 


Station on plane wall center line, X, 
in. from nozzle throat 


Figure 12.- Variation of apparent particle size along center line of 
single-step nozzle from traveling scattered-light survey equipment. 
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